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Chapman Dam 



L945 East Longmea daw 
Located on Scan tic Brook. 
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East Longmfcadow 
Chapman Dam 
Chapman^ C H 
Scantic Brook 




(IIximmirrtiiT^alllr xtf JB.&%swckv&vU% 




^ i , S I !s 






%# 



ji>^mgFtd,fr, jEa^st. 



©£Ece nflW 






October 3? 194 



Mrs* . H* Ghapman 

Houte 1 

East Longmeaaow, Mass* 



Dear Maaam* 



3 with the provisions of Chapter 853, 
f the General Laws, Tercentenary Edit! 



in accordance 
Section 45 et seg.. of wie ^gnerai naws, U-'ereenuenary Ji;aiiU< 
relative to the inspection, condition and safety of " the da: 



ha s 
& 
"by 



on, 
iins 

of Hampden County, you are hereby advised that your auxiliary 
concrete overflow structure "built apart from the main 
structure located on Soantio Brook in the town of Hampden 
fceen inspected oy our engineer and your attention is ealle 
to the following conditions noted and. recommendations mate 
him; 

"£his auxiliary concrete overflow structure 
has a washout at its west end* which should 
o© repaired. ." 

Any further information concerning this matter whio-h 
you may desire will be furnished hy this office upon request 



Yours very truly, 
OOTJITY GOMMISSIOIiSRS 
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Forest Park Dairy Ham aka Dietrich Dam 




1955. East Longmea daw 

Irrigation Dam located on Shaker Road. See also: County Roads Flan #3 (1955) "Reconstructing 
irrigation dam - Shaker Road - A. Deitrich." Record Book 27 Page iio. 



City/Town 



East Longmeadow 



Dam 


Dietrich Dam 


Dam 


Forest Park Dairy Dam 


Name 


Forest Park Dairy 


Name 


Dietrich h Albert 


Name 


Dietrich, A H 



Streets 



Shaker Road 



D&ssml5fc3* 9* 1953 



Longia©a&0w$ Mass* 




to fcte^a^peetakcn* edition &&- &&eter of tha-'diew 
aea.Cowfer^ you ara hereby a&tiUted fcfcat. wiar-im l®eate<3 
war :of .the jpai3ty at ;aiator -ltos.fi has te&i T*cai^.3ft* 
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^rest park Bair^ 
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Pee^mhsr 9* 3953 



"available of this nm? structors and of the method 
of its construction! together with any suh^starfacs 
works * plans of the dam ana spillway together with 
a descriptive opacification should he provided the 
County for record purposes^* 1 



.toy farter teforma t 
•^hich fou may. dasirs- idll he fmmM. 



mm®m$m -this matter 
hy this off See ape** 
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%ry truly; yoisrSj 
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CD 
■ IFov* .%, %$$$ 

2?he Hon* The Boaxfeof Comity Ooaaai 0a ioners 
Hampden County Court House 

Springfield, Massachusetts 

&entl<$ment 

^ tors received copies of a plan and ^pacifications 
1 filed with the County on Hot* 9* 19£5 for me construction of an 
irrigation dam in Bast LongJHsaiaow* <2hB Plan Is entitled ^Oon* 
struetion of Irrigation Bam* Shaker Road* Bast Longpsadov* Mass*. 
owned by Albert Dietrich* drawing STo* ?1$,*3518 and' the specifications 
are entitled "Specifications* Reconstruction of Irrigation Dam* Shaker 
Boad* -Bast £»ongmeadow$ Mass*" 

^h© proposed work provides for the reconstruction of a 
spillway on a aaail earthen dam damaged in the spillway section. dur~ 
ing the flood of August r 1955* ^he dam is located westerly of the 
W.0 WE & E Railroad tracks and on the headwaters of tfawbuck Brook* 
2he dam Is used to . impound water far irrigation purposes* 3?he work 
as proposed includes the filling of the washed out spillway area with 
a carefully compacted clay* sand and gravel mixture rolled in place 

with a sheeps foot roller and compacted at opttaura moisture content, 
*£m finished emban&iaent shall bo compacted not less than 95$ of dry 
density and the surface of the newly compacted spillway is to be lined 
with hand laid riprap properly installed so that there shall be no 
erosion pf the fill of the darn* 

through the spillway it is proposed to install au 18~ineh 
drain pipe* "SKhia drain pipe is only specified as a steel pine* $he 
type of pip^ should be indicated^ the type ot joint should be speei* 
fled and proper provisions ssade to prevent seepage along the outside 
edge of the drain pipe* 

ffa 0ELte vslvo of any type is shorn, on the pipe* A gate 
Of sosne, sort should be included in the design and the location of the 
gate should be near tbsupstr^am end of the pipe* 

Consideration could be given to the installation of the 
pipe thru the existing dam at the location of the present small dia* 
meter overflow pipe, By locating the l8~inch drain in the dam pro* 
■p&^ rather than in th© spillway, it will be more economical and simpler 
to provide a valve installation and ease of access for operating purposes* 

It is noted that the overflow capacity of the spillway 
channel will be barely satisfactory provided the full spillway channel 
height will be available for the discharge of extreme flows* Conse* 
quentiy, paving of the channel should be carried to the full height as 
shown on Section AA for the entire length of the spillway and crest* 
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&ttt -ttteeaptB* 
ISear Sir*: 

Reference is made to your letter of Bee* 10, 1956, relative to 
tout dam located -tiesterly of your property to the town of East 
Longmaadow, ... Shie Board appreciates the fact that you ■?&**&* 
arSing, fishing, and msiimaing area for the young »lta* of 
East ranmdov and that in order to have water for Brtunli^ 
purposes you raised the water level of the J^JWjW*®^^ 
the flood-caused hreach in your dam* 2he £^t ttot sou have 
performed a good cotaiaunity service cannot he the basis sor 
determining whether a dam is safe or not. 

3!he report of our hydraulic engineer points out that the dam 
Ife not safe and that until a Proper spillway la P*f^** *J 
water should be ponded behind the dam, m$ that the plug fou 
have placed in the hreach thru the dam should te Pfflwed* Sane* 
Chanter 353 of the Oeneral laws of the Coismonwealth «quire the 
Boards of County Commissioners to inspect dams and toa&J&Xb 
they are properly maintained^, we must make all decisions regard 
ing dams in the County based upon engineering facts and the 
reports of our bounty Hydraulic Engineer* Since -*a'bie ogn^ 
the dam is not safe as now existing, we have no altemtiw Jrt, 
to order that the hreach in the dam he opened iismedlately and 
that no water fee stored at the site of this dam until a proper 
Spillway is constructed* Ho work should he dom in connection 
with a new " spillway until plans and specifications of the pro-, 
posed work are filed and approved* 

Will you kindly open the hreach in the das* carefully so as to 
release the stored water slowly and cease poinding mter imed* 
lately* The Board of County Commissioners ^ould appreciate 
receiving notice from you that the hreach in the dam has heen 
opened* 

. . fery truly ; 'yours^, ,." 
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Forest Park Dairy 

ALBERT H. DIETRICH, PROP. 

339 SHAKER ROAD EAST LONGMEADOW. MASS. 

Tel. East Long. 763 



June 30, 1956 



County Commissioners 
Hampden County 
Springfield, Mass. 

Gentlemen: 

Last Fall I notified your commission of 
my desire to withdraw my application for permit to 
reconstruct an irrigation pond destroyed "by heavy 
rains. What. had been done up to that time now 
proves far from adequate to supple me with the 
needed water for 160 acres of crops. 

In consequence of this I have created an 
obstruction contrary to my original plans but which 
can and will temporarily hold back Y/ater the two 
months the need is urgent and then by removing 
covers on two pipes allow the water to fall to the 
level of the brook which makes the pond. 

The pipes are 50 feet long and one is 
15 inches and the other 27 inches in diameter. They 
are covered with muck from a swamp and 30 yards of 
rocks are being laid at both ends of pipes. Y/ooden 
covers which can easily be pulled away when notified 
by WTIC radio station of imminent danger of flash- 
floods. A six inch pipe in dam also allows normal 
discharge of water at all times. 

Awaiting your pleasure in this matter, I am 

Respectfully yours, 

/(■ ll 








c^^mT^^^^^^^^' 



y 



Copy of this letter sent to 
George H. McDonnell, County 
Hydraulic Engineer, on July 2,1956. 
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TIGHE&BOND, Inc. 

CONSULTING ENGINEERS 

BOWERS AND PEQUDT STREETS 

HDLYDKE, MASSACHUSETTS 

George H. McDonnell 

Philip W. Sheridan 
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Aug. 6, 19$6 



The Hon The Board of County Commissioners 
Hampden County Court House 
Springfield, Mass. 

Gentlemen: 

An inspection was made recently of the dams in East Longmeadow and 
it was found that the Dam of Mr. A. H. I&etrich located at the rear of his 
property at 3k3 Shaker Rd. in East; Longmeadow has been partly repaired in 
a very poor manner and that as now existing this dam is dangerous to persons 
and property downstream. 

During the flood of August, 19$$ , a portion of the dam was washed 
through. This breached area has been partly filled with miscellaneous 
material and two pipelines have been installed thru this material that 
are too small for the installation. A heavy storm could fill the basin 
and overtop the material placed in the washout. The loss of this material 
can result in the sudden discharge of a fairly large quantity of water. 

The undersigned has communicated with the Owner of the dam a number 
of times since the August, 195>i>, flood and has conferred with the Owner 
and has stressed the necessity of careful and thorough construction at the 
site of this dam if the structure is to again impound water. 

The water now impounded is being used for irrigation purposes and 
no doubt the owner of the dam needs this water to salvage his crops. 
However, loss of the embankment temporarily placed in the breach could do 
damage downstream and the partial blocking of the breach has not only 
been poorly done but has not been done with permission of the undersigned. 

It is recommended that the owner of the dam : be instructed to remove 
the temporary embankment placed in the breach of the dam and that proper 
plans and specifications be prepared for approval by your Board. 

Respectfully submitted, 




County Hydraulic Engineer 



GHM/mdb 



August 8* 193>6 



!%. # A* -H* Dietrich 

3k3 Shaker Rd* . 

%st kongmeadotf* Hass*. | 

'...■'■'■' ■ i 

Sear Sirs- 

We have received a report from our County %draulic Sagineer that 
you have Bade ; hjertain repairs to your dam in Bast Longmeados* and that 
these repairs have been made idthout filing plans and specifications for 
County approval* The lar? oa dams in i&e Gonnaonwealth of Massachusetts 
requires* that 3113/ repairs to your dam be approved prior to repairs being 
made* The County Engineer reports that as now existing, a heavy rain 
storn can mid probably *?ilX result in the loss of tie fill placed in the 
breach of your dam and that consequently damage to persons snd property 
downstream may occur;* 

Ton are directed to open the breach in your dam that existed as 
the result of the August* 19££ ? flood and to-- leave that breach open until 
you have submitted plans and specifications for the vjork of permanent 
repairs to your $am# 

It is our understanding that water ncm impounded is being used for 
irrigation purposes* We are a&are of the need of this tmter for 
aggrieultural requirements but are also concerned sixth the safety of 
your structure and its present dangerous condition* Our County Engineer 
$£11 be glad -to confer siith you on the usatter of obtaining water for 
irrigation purposes and reconciling this need #ith the requirei^nts for 
a safe dam WS the removal of the present dangerous fill*, 

Very «ruly yours f 

'..■■ BOMB OF COUNT! COMMISSIONERS 
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TIGHE&BOND, Inc. 

CONSULTING ENGINEERS 

BOWERS AND PEOUDT STREETS 

HDLYDKE, MASSACHUSETTS 

George: H. McDonnell 

Philip W. Sheridan 



DAMS & POWER INSTALLATIONS 
HIGHWAYS & BRIDGES 
HOUSING DEVELOPMENT 
WASTE DISPDSAL 



C. D. E. Longmeadow 
Oct. 4, 1956 



The Hon. The Board of County Commissioners j 
Hampden County Courthouse 
31 Elm Street 
Springfield, Mass. 

Gentlemen: 

This past week I re-inspected the dam at the Forest Park 
Dairy located westerly of Shaker Road in East Longmeadow 
and found that the dam still impounds water land is in a 
dangerous condition should extremely heavy rainfall occur. 
This dam was washed through in the flood of L August, 1955, 
and the owner has discussed permanent repairs at this dam 
from time to time . Emergency repairs have been made without 
filing plans and specifications for approval. These repairs 
pond water at the present time. Should extremely heavy run- 
off occur, the plug of earth through the breach in the dam 
could be washed out and the ponded water released suddenly 
to be discharged onto property below and into the ponds 
recently restored by the reconstruction of dams on property 
of Wetstone. 

It is recommended that the owner of this dam be directed to 
breach the repair through his dam and to cease ponding water 
until such time as plans and specifications | are filed for 
approval showing proper repairs to the structure . 



Very >:ruly yours, 




<my& 



1c Donne 11 
County Hydraulic Engineer 



Oct* 10* 1956 



339; fhaOcer Boad ■•!.... 

Sast -^nipeadoM*, Itess* . 

Ait I ; Albert M*'I^trich* feoprietor ' ' 

Bear Sirs 

to inspection has been made of your dam located to the west 
of your property and westerly of Sha&ar Road in East Xiongmeadow* 
3?his dam was washed through in the flood of August * 1955 $ and 
repairs have been made to the breach without filing plans and 
specifications for approval. Our County Hydraulic Engineer 
reports to our Board that tfee repairs are not safe and that it 
is possible for the earth plug placed in the breach to he 
Hashed out in time of heavy storm run^off * Since this condi* 
tion is dangerous to persons and property downstream* you are 
directed to remove the, plug in the breach in this dam and to 
cease ponding water until such time as proper plans and speci- 
fications are filed and approved for the repair of the dasw 
®ie breach through the dam should be properly cleaned out so 
that in time of storm the surface water run-off will pass thru 
the dam without ponding* 

kn& further information desired in connection with this matter 
id.ll be made available to you upon, request* 

fery^twly y&ursj, 

m$m m mmm mrnmrnmrns 



mu/t 
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Sfec* $, 1956 



forest tark Bairy 

339 Shapin Boad 



,r &* H# Dietrich* frogrietor 
tear Sip; 

to inspection has heen made recently of yojir dam looated to 
the west of yofe property aiid westerly of the railroad traeks 
in East iiong^eaciow* IfelloisiBg a Previous ingfafction and 
import hy ow Ik^tiaiy lydraalie Engineer* t&xmvb directed to 
reiaoire the fliig of earth placed in the ms!^d*thrn hreaoh in 
this dam and to ^oease gonding ssater antil mx£ki tisne as p?opar 
plana and '^&£&mMiw&m$k filed and apt roared for the 
repair of th& dam* fhia matter tea hronght to your attention 
in -a ; letter from thia Board on ®otoher 4* 195&* £n our opinion 
a auf f icient tisia has elapsed for action to h® taken fy? yon in 
regard to the teaching of yonr dasa* 

In asoordanoe isith Shatter £53 of the fen^^ai &aws of the 
Sowonftealth you .are .terehy directed to restore; the jWg placed 
in the fcreaoh at your dam and to oeaae pmMm s^feer until 
approval f or the isaintensnae of a dam .is ohMined/feomthis 

Board* ! ; • 



lindly notiftr the .iiadea?^ 
intended ast&on. to IMi 



hy ©eseiBher 19* i956#of your 



i^iy further inf ormtion desired in eonneation with this matter 
isill he m&e 'atmiial&e to you upon request* 

fery truly $Qmm$ 

m$m m mmm mmmmmms 
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LAurel 5-7763 



Forest Park Dairy, Inc. 

ALBERT H. DIETRICH, president 
343 SHAKER ROAD - - EAST LONGMEADOW, MASS. 

December 10, 1956 



County Commissioners, 
Court House, 

Springfield, Mass. 

Gentlemen: 

Factors which I do not wish to make public at this 
time have prevented me from obeying your orders. This much I 
can inform you. My property is being considered for a large 
industrial development and the engineers representing one of the 
prospective purchasers say the pond and brook are "an economic 
asset" and told me to what use they would put them.; Under the 

circumstances I halted work and did not submit plans because of 
needless expense. There is enough water to take 
year T s crops which will be the last. 



care of next 



My one purpose in raising the water level, believe 
it or not, was to give the kids and Boy Scouts of the town a 
camping, fishing and swimming area under the supervision of 
Lion's Club committee-men, of which I am one. Boy Scouts spent 
every week-end during the summer in the grove. Inquiries in 
town will confirm this. 

The opening made in the rocks and fill would Obe 
temporarily satisfactory I was told by one of the engineers who 
represents a many-mi Hi on- dollar corporation. Their permanent 
structure certainly will comply with any laws governing water 
impounding or your controls. 

, Negotiations have been under way since June and 
present indications are that more time will elapse before I make 
a final decision regarding agreements and sale. 

Hoping this information satisfies your board until 
more definite and concrete proposals are submitted by the new 
owners I await your decision. 

Yours truly, 

if ' ^ { 

1HD/M 

Copy of this letter sent to George H. McDonnell, 
County Hydraulic Engineer, on December 13, 19 5© • 
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TIGHE&BOND, Inc. 

CONSULTING ENGINEERS 

BOWERS AND PEQUQT STREETS 

HDLYDKE, MASSACHUSETTS 
Tel. JEffersdn 3-3991 

George H. McDonnell 
Philip W. Sheridan 



DAMS & POWER INSTALLATIONS 
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WASTE DISPOSAL 



C.D.-E. Longmeadow 
Dec. 18, 1956 



The Hon. The Board of County Commissioners 
Hampden County Court House 
37 Elm Street 
Springfield, Mass. 

Gentlemen : 

I have reviewed the letter from the Forest Park Dairy, Inc., 
dated Dec. 10, 1956, written to your Board regarding the 
dam and pond located in East Longmeadow and westerly of the 
dairy property. 

I can appreciate the problem of Mr. Dietrich regarding his 
desire to eliminate any expense in connection with this dam 
if he is to dispose of the property in the near future. 
However, downstream of this dam property owners have spent 
many thousands of dollars repairing flood damage and in 
reconstructing their dams in accordance with the requirements 
of the law. 

I am certain that the young people and the citizens of East 
Longmeadow appreciate the fact that Mr. Dietrich provided a 
fishing and swimming area for general public use during the 
past year. 

I cannot agree with the statement made in the third paragraph 
of the letter wherein the writer states that the opening made 
in the rocks and fill will be temporarily satisfactory. 

If weather conditions during the coming winter or spring 
cause a heavy runoff that results in the ponding of a large 
quantity of water and the subsequent failure of the dam of 
Mr. Dietrich, I am certain that property owners downstream 
will not be satisfied with the argument presented by Mr. 
Dietrich for conditions now existing at his dam. The stream 
flowing thru the property of Mr. Dietrich continues on down 
into Connecticut and further complications could result if a 
flood of any consequence occurred on the stream and failure 
of the dam in question contributed in any way to the quantity 
of water. 

In all probability there is little if any chance that a storm 
of sufficient magnitude will wash out the dam of Mr. Dietrich 
xn the next month or in the next six months. However, there 
is a definite chance that such a Stlure could occur even if 



-2- 



C.D.-E. Longmeadow 
Dec. 18, 1956, Cont, 



the probability is low. In my opinion, as long as there is a 
probability that failure of his dam can occur during the period 
of time when he would like to store water with an improper 
structure, such permission should not be granted with due 
respect to the safety of persons and property downstream. 

It is recommended that the owner of the dam, Mr. Albert H. 
Dietrich, be instructed to either properly repair his dam within 
a specified length of time or that the dam be breached to cease 
ponding of water. In any event, the temporary breach should be 
made immediately pending a complete and permanent breach. of this 
structure or the preparation of proper plans and specifications. 
I cannot see where the breaching of this dam will alter its 
value to any purchaser since the dam must be breached and 
rebuilt if it is to be maintained by a new owner, for the 
present plug in the washed-out area is of such a temporary 
nature that before any permanent repairs can be made this plug 
must be removed and a breach formed. 



GHM/f 



Very truly yours, 




reorge Jti. McDonnell 
County Hydraulic Engineer 



LAurel 5-7763 



Forest Park Dairy, Inc. 

ALBERT H. DIETRICH, president 
343 SHAKER ROAD - - EAST LONGMEADOW, MASS. 



January 21, 1957 



County Commissioners. 
Court House, 
Springfield, Mass. 

Gentlemen: -: 

Even the elements are against me and my 
dam. I had made arrangements to have a photograph 
taken at the "plug" to clear question of water being 
dammed on my property, but snow and extreme cold 
have prevented. The water stored is there because 
I had created depth by going deeper than the flow 
of the brook and no stoppage of the water exists at 
present, in the opinion of two out- of -St ate engineers. 

However, the George. Limberger Co., of 
Ellington, Conn, has been hired to remove the "plug" 
as I will have no further need for more irrigation water, 

but, due to weather conditions "immediately" may be 
difficult. 

If circumstances allow, I would like to have 
you inspect this personally to see that I am not 
ponding water. 




iHD/M 



Copy of this letter sent to George H.McDonnell 
on February 26, 1957- 



3a»« 8, 1958 



Forest Park Dairy 
S$9 Shake* Road 

East liOiigmia<idw*"'.Masa*' 

AU: A« H. Dietrich, Proprietor 



Gentlemen: 

In accordance with the provisions o! Chapter 253* Section 45, et seq* 
of the General I»aws, Tercentenary Edition* relative to the inspection, 
condition, and safety of the dams of Hampden County* you are hereby 
advised that your dam located to the west of Shaker Road and the New 
York, Hew Haven, and Hartford Railroad tracks on your property in 
East jLongmeadow has h^en recently inspected by our Engineer and your 
attention is called to the following conditions noted and recommendations 
made by him* 

"Conditions at this dam are about the same as those that have 
existed since the flood of August, 1955. A breach was washed 
thru the dam as the result of the flood water and the breach has 
been partially plugged by the placing of earth in the opening* This 
| plug is not properly made nor is there a proper and ade<(juate spill- 
; way for this dam* The owner should be directed again to breach 
| the dam and to cease ponding water at this location until proper 
plans and specifications for a new dam and spillway are prepared, 
filed and approved and then construction completed. u 

Unsatisfactory conditions have esdsted at this dam for some time. The 
structure should either be properly repaired or abandon** &* Will you 
kindly notify this Board or the County Hydraulic Engineer of your plans 
for repairs or abandonment of the structure* 



*2«* 



Any further information desired in connection with this matter will be 
made available to you upon request. 

Very truly yours* 

BOABB OF GOUKTT COMMISSIONERS 



LAurel 5-7763 



Forest Park Dairy, Inc. 

ALBERT H. DIETRICH, PRESIDENT 
343 SHAKER ROAD - - EAST LONG MEADOW, MASS. 

January 10, 1958 



County commissioners 
Court House 
Springfield, Mass. 



Gentlemen: 



As you no doubt are aware my property has been 
the subject of much discussion, some public, more private, 
during the past year. 

East Longmeadow town officials have also interested 
me in a plan they propose for the tract. It is my purpose 
to allow it to be developed for only high grade industry. 
In view of these circumstances I have opened the "plug" at 
the dam, as requested by you, so water is not being impounded 
in its natural flow; but I do not want to make a permanent 
structure for the pond until I know to what use the water 
will be put and the volume needed. 

As I stated in an earlier letter a highly qualified 
engineer representing a railroad told me he saw no danger in 
the breach as it now exists. I had hoped your Mr. McDonnell 
would see it in the same light until I know what is going to 
happen. 

It is not my intention to be obstinate in this matter, 
I just ask your indulgence a little longer. It will be either 
properly done as Mr. McDonnell demands or undone, depending on 
events in the nearby months. 

Thanking you for your tolerance, I am 



Yours truly, 



Copy of this letter 
sent to George H. McDonnell, 
County Hydraulic Engineer, 
on January 13, 19 5$ • 



Albert' H. Dietrich. 



Nov, 12, 1958 



i 



Forest Bark Dairy 

339 Shaker Road 

Ea/st Longmeadow, Mass, 

Att; A. H» Dietrich, Proprietor 



Gentlemen: 

la accordance with the provisions of Chapter 253,Ssction 45* et. seq. of 
tile General Laws >• Tercentenary Edition, relative to the inspection, con* 
dition, and safety of the dams of Hampden County, you are hereby advised 
tnat your dam locat ed to the west of Shaker Boad and the Heto York, New 
Haven, and Hartford R&il*oad tracks on your property in East Xongmeadow 
has been recently inspected by our Engineer and your attention is called 
to the following conditions noted and re commendations made by him. 

"Gonditioh^ .-<|t this dam are still the same as reported last year, 
A £ohd is formed by a plug of earth placed in the breach washed 
thru th|i dam i&the' flood of August, 1955* This earth plug is 
makes&Ht and the overflow consists of a pipe laid thru the plug. 
Whe& C^^i^p^ctedj it was noted that debris was p&rtiy blocking 
this temporary and unsatisfactory overflow. 

* Heavy s^orm £uno£§ can exceed the pipe capacity and will over* 
flow the plu^ of earth placed in the breach. The owner has been 
notified of the unsatisfactory condition of this dam in the past. 
He should be directed to breach the dam and to cease ponding 
water at this location until proper plans and specifications for 
a new d£m and spillway are prepared, filed and approved, and 
authorised construction completed. " 
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Our County Hydraulic Engineer again reports that the dam is unsatisfactory, 
Inyour letter of January 10* 1958, fourth paragraph, you indicated that de«< 
pending on events in the nearby months you would either properly construct 
the dam or breach the structure in such a manner that no 'i^ater would be 
ponded. Will you kindly notify this Board or the County Hydraulic Engineer 
of what action you plan to take. 

Any further information you may desire in connection with this matter will 
be furnished by this office upon request* 

Very truly yours * 



BOABD OF COUKTT CQMMISSIQMSBS 
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Forest Fark Dairy 

339 Shake? Boad 

East Longmeadow, ffass* 

Attt A* H*. Dietrich, proprietor 
Gentlemen* 

In accordance with the provisions of Chapter 253* Section 45, 
et seq, of the Seneral Laws* tercentenary Edition, relative 
to the inspection* condition and safety of the dams of Hampden 
County, you are hereby advised that your dam, located to the 
west of Shaker Boad and the Hew York, New Haven & Hartford 
Hailroad tracks on your property in East Longmeadow has been 
recently inspected by our Engineer and your attention is call* 
ed to the following conditions noted and recommendations 
made by him. 

. *$he breach in this dam caused by the flood of August 
1955 still exists and no move has he^n made by the 
Owner to either x properly repair the dam or to provide 
a permanent breach suitable in size to safely pass flood 
flows* Evidence at the dam indicates that a temporary 
partial plug had been placed in the breach again this 
year and that this plug was either purposely removed or 
accidently washed thru during the time of heavy storm 
runoff conditions* Some *?ater was ponded at the time of 
the last two inspections, one in October and one in 
December* 

. It is recommended that the Owner again be directed to 
provide a proper breach thru the dam and to , keep the 
breach wide open A until such time as plans and specifica- 
tions showing and describing proper spillway construction 
are prepared, filed wi$h your Board and the spillway 
constructed*" 

For the past five years inspection reports have indicated that 
conditions at this dam are unsatisfactory, Wrom time to time 
this matter has been discussed with you and various reports 
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submitted wit*i reooOTen^atioria oone02>ning nee^ea wo^k at ^he 

Structure*- 

This Board concurs with the report of the County Hydraulic 
Engineer in that the dam should be provided with ja proper^ 
spillway or it should be breached with a wide and deep cut 
so that no water can be ponded in time of heavy storm runoff. 
It is suggested that plans and specifications of proper re- 
pairs be prepared and submitted for review and approval, to 
Comity Hydraulic Engineer would be pleased to advise you in 
connection with this matter. Such plana and specifications 
can be prepared by your own personnel* engineers essperiencea 
in dam repairs and construction or thru assistance that pro- 
bably would be available to you thru the Soil Conservation 
Service * • 

toy further information you may desire in connection with this 
matter will be furnished by this office upon .request* 

Ifery. truly yoyrs 

soass of mmm mmmMmmm 
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Wetstone Tobacco Company r>aui No 1 




195Q EastLongmeadow 

Located on Denslow Road. See Wetstone Tobacco Company Dam No 2, for additional information. 
Also see: Dam Report Section - East Longmeadow. See also: County Roads Han #4 (1955) and Han 
#6 (1^56) "Dam for Wetstone Tobacco Company". 



City/Town 



East Longmeadow 



Dam 



Wetstone Tobacco Company Dam No 2 



Dam 



Wetstone Tobacco Company Dam No 3 



Dam 



Wetstone Tobacco Company Dam No 1 



Name 



Wetstone Tobacco Company 



Streets 



Denslow Road 



EAST LONGMEADOW 
D06003 



WETSTONE TOBACCO COMPANY DAM #1 



NO IMAGE ON FILE FOR THIS RECORD 



(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 



Wetstone Tobacco Company r>aui No 2 




195Q EastLongmeadow 

Located on Freshwater Brook. Also see: Dam Report Section - East Longmeadow. See also: County 
Roads Flan #4 (1955) and Flan #6 (1.95.6) "Dam for Wetstone Tobacco Company". 



City/Town 



East Longmeadow 



Dam 



Wetstone Tobacco Company Dam No 1 



Dam 



Wetstone Tobacco Company Dam No 2 



Dam 



Wetstone Tobacco Company Dam No 3 



Name 



Wetstone Tobacco Company 



Water 



Freshwater Brook 



October 4* 1950 

Mri Ouluis Wetston^ 

523 Shaken Boad 

East Ionpieadow$ Massachusetts 

Bear : Siri 

In accordance mth the provisions of Chaptej 2?3* ^ c Jj£^ 
W et sea* of the General X,aws f tercentenary Edition* relative 
to the inspection* condition and safety of the dams of Hampden 
Countv* you aire hereto advised that your dams located on 
PTestalter Brook and ,Ta*/buek Brook in Bast tonpeadox* have been 
recently inspected hy our Engineer and your attention is called 
to the following conditions noted and recommendations made by 
him? 

"*ff reshwater Brook Bams . ^ e swale spillmiy on the 
feslerly en§^t5e~dam should be brushed and cleaned, 
The spillvay pipes should be examined carefully ffcom 
time to tine to be Certain that they are not deterio- 
rating and in danger of rupture* fhese pipelines* 
because of the «ay they are laid through the dam t 
contain wter under pressure^ and thus s might cause 
a failure of the dam if they ruptured, 

ffawbaek Brook Bam* A swale spillway should be eon* 
stKctea^iTna^ural soil* She corrugated plate flume 
at the md of the spillw pipes will eventually 
ieteriorate and fail, with) the result that & wshout 
aight occur at the toe of the dam* £his condition 
should be remedied W the installation of a more • 
permanently constructed spillway flume* r 

Jny further information concerning this matter **hich you 
may desire will be furnished by this office upon request, 

■■"•■■■• Worn?® very traly# 
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The Wetstone Tobacco (Corporation 

GROWERS AND PACKERS OF 

CONNECTICUT 

SHADE GROWN AND BROADLEAF TOBACCOS 
ELM STREET MANCHESTER, CONN. 

October 25, 1950 



County Commissioners, 
37 ,Elm St, 
Springfield, Mass. 

Gentlemen: 

I am in receipt of your letter of October 4th with the 
recommendations made by your engineer. 

On the Freshwater Brook Dam, the brush will be cleaned 
on the swale spillway on the easterly end of the dam as 
recommended. 



On 

we 



the Jawbuck Brook Dam, your engineer recommended that 
install, a more permanently spillway flume. 



We |Wish to advise you that the present flume is of the same 
metal as the pipe in the dam, and was specially constructed 
for us by the New England Culvert Company of Palmer, Mass. 

The material they use in their pipes is known to lay in the 
ground for many years without deteriorating. 

Inasmuch as the flume is constructed out of the same material, 
we believe that it should also not deteriorate. 

However, we would be glad to have your engineer discuss the 
matter with us further relative to this flume. 

Please note that my main:: office is at Elm Street, Manchester, 
Conn., and would appreciate it if you would send your correspond- 
ence here. 



Very truly yours, 



Copy of this letter mailed to Mr. (fr.H.McDonnell, 
County Hydraulic Engineer, on October 27, 1950* 
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witstoaa . $a&aea© aox^orafcion 
Manchester, GomaGfclcufc 
Attention: Julius Wetstoaa 
Bear sir:* 

Ibeatad in Baa&JUm^ 

lia a satiatasta^ . - 

OIL toKteefcJBg^^ 

ptwldeL Bcta^ate^piaa^fte^lo^ for thai J *a m qttfln g ^ tw» 

4uml of ia^^ 

coprugateft plJd^^a^dJai^^JL&. a a trl af a cto r y .,^^***^ our 

ooii^j^ Jjl j^ljsdjt J fltft t h e ^ a l Mllt^ o£^4f ~^ 

at 't&ajtnL j^tha ai^^ 

t**ia_gal&t-fr^^^ 

a£taxL|«^Ma.j&^*^^ 

....fa^oK)tJtoxuto.9ct tl«a* - 



ltery„ tcui^^^^ea », 






^' .'-■". . . 



i&matjLJ^ 



JAMES L. TI6HE 
PHILIP E. BOND 

TELEPHONE 
HOLYOKE 552S 



TIGHE 8c BOND 
CONSULTING ENGINEERS 

189 HIGH STREET 
HOLYOKE. MASSACHUSETTS 



WATER SUPPLY 
SEWERAGE 
SEWAGE DISPOSAL 
WATER POWER 
DAMS 



December 22, 19 ?0 



The Hon. The Board of County Comm'rs. 
Hampden County Court House 
Springfield, Mass* 

Attention: Thomas F. Sullivan, Chairman 

Gentlemen: 

Enclosed find copy of a letter to 

Mr. Julius Wetstone of the Wetstone Tobacco 

Corporation, pertaining to an inquiry on the 

undersigned's report of the inspection of 

his dam. This letter is self-explanatory and 

is for your information and files. 

Very truly yours, 






'■ >^ JuS 




By MV/-"%tc $A««/J/r 

G. H. McDonnell 

County Hydraulic Engineer 



ft ^953 
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The Wetstone Tobacco (Corporation 

GROWERS AND PACKERS OF 

CONNECTICUT 

SHADE GROWN AND BROADLEAF TOBACCOS 
274 BROAD ST. MANCHESTER, CONN. 



December 15, 1953 



Office of the County Commissioners, 
37 Elm St. . 
Springfield, Mass* 




Dear Mr. Ytfalsh: 



Attn. Mr. Ralph P. Walsh, 
Chairman 



Your letter of December 9th received for which we 
thank you. 

We have made an investigation of this dam as it is 
our purpose to also safeguard our dam for future use. 
In our investigation, we did not find any serious ur- 
gent work needed, and we would be at a loss to know 
what c to do to comply with your request. 



In view of 
winter, and 
at the pre 
particular 
particular 
therefore, 
until this 
to perform 
do . 



the fact that the farm is closed down for the 
no equipment and farm personnel is available 
sent time to organize the handling^of this 
job and, since we are unable to find the 
gullies you recommend taking care of, we, 
urge that you permit us to defer this work 
coming April, when we will be in a position 
any orders that your engineers wish us to 



Thanking you very much, we are 



Very truly yours, 

THE WETSTONE TOBACCO CORP. 



JW:W 




vjuX 



UJ JImMt^ 



Copy of this letter mailed to 

George H, McDonnell. County Hydraulic Engineer, 

on December 23, 1953 • 



WATER SUPPLY 
SEWERAGE 
SEWAGE DISPOSAL 
STRUCTURAL ENGINEERING 



DAMS & PDWER INSTALLATIONS 
HIGHWAYS & BRIDGES 
HOUSING DEVELOPMENT 
WASTE DISPOSAL 

fin 



TIGHE 8c BOND 

CONSULTING ENGINEERS 

Geqrge H. McDonnell, Prop. 

189 HIGH STREET 
HOLYOKE, MASSACHUSETTS 

December 29, 1953 



The Hon. the Board of County Commissioners 
Hampden County Court House 
Springfield, Massachusetts 

Attention Ralph P. Walsh, Chairman 

Dear Sirs 

Enclosed please find a letter together with 
a file copy which I thought you might want to send 
to the Wet stone Tobacco Corporation in answer to 
their letter of December 15, 1953 • 

From the letter written by Mr. Wetstone it 
wouHd seem that he is quite concerned over the possi- 
bility of being required to do maintenance work this 
winter. His dam that is in need of maintenance is 
not in a bad condition and as was pointed out to him 
in your letter of December 8, 1953? the gulleys referred 
to are small in size. I thought that the enclosed 
letter would ease Mr. Wetstone *s mind on the matter 
and point out to him that the undersigned would be 
glad to cooperate with him when he gets back at the 
farm and point out to him the maintenance work which 
in the long run will protect his investment in the dam. 

If you agree with me in regard to this matter 
then the original of the enclosed letter could be sent 
on to Mr. Wetstone. 

Very truly yours, 



GHM*emm 





George 

Cowby Hydraulic Engineer 




December 30 r 1?53 

•fhe Wetstone tobacco 0orpora£ian 
2?*f Bread Street 

lfeehe&ter t genneeticut - 

Attention Hi** Julius Wetstone 

; I3earBIr* 

In reference to your letter of December 15, 1953* 
It will be perfectly satisfactory to delay the repaid 
work on your data as outlined In our letter of December 8* 
1953* «ntil such time in the SyzZng of the year when t&r 
farm \*ill again be in operation and you have personnel 
available for the doing of maintenance work. 

Our letter report of December 8th was simply a 
letter of inforaation In order that you might know of 
any conditions at your dam ^hich our Engineer feels 
would eventually require greater expem&Q and effort for 
repair if minor repairs -aere not taken care of -in the 
near future* 

The gulleys referred to are small in size, as 
reported by our Engineer s bM though they do not endanger 
the structure at the present time, they could grow larger 
and be more costly for you to repair if allowed to go un* 
attended throughout the coming year* 

Hfaen you return to the farm in the Spring' and you 
examine the dam s our Engineer will be glad to sseet you 
at the farm ana point out these gulleys md discuss any 
maintenance work lahleh may be desirable* If we can be 
of assistance to you at any time Insofar as the mainten- 
ance of your dam Is concerned* we will be pleased to 
cooperate 'with you and assist you, 

Tery truly yours, 
B y 



Mil hi umiiiiiiii Hin 



WATER SUPPLY 
SEWERAGE 
SEWAGE DISPOSAL 
STRUCTURAL ENGINEERING 



TIGHE & BOND, Inc. 

CONSULTING ENGINEERS 

189 HIGH STREET 

HOLYOKE, MASSACHUSETTS 

George H. McDonnell 
Philip w. Sheridan 

October 18, 1955 



DAMS & POWER INSTALLATIONS 
HIGHWAYS Be BRIDGES 
HOUSING DEVELOPMENT 
WASTE DISPOSAL 



C-D 



The Hon. the Board of County Commissioners 
Hampden County Court House 
Springfield, Mass. 



Gentlemen: 

On Tuesday afternoon, October 11, 1955, the 
undersigned met with Mr. Wetstone and members of the 
Soil Conservation Section of the Department of Agri- 
culture relative to the restoration of three dams on 
property of Mr, Wetstone In East Longmeadow. 

The dams will be repaired in accordance with 
plans and specifications that will eventually be filed 
with your Board for the purposes of review and approval 
or recommendation. No work on the dams will be done 
until plans have been filed and approved. The proposed 
repairs as discussed on the afternoon of the 11th are 
in keeping with good hydraulic practice and it can be 
expected that when the plans are submitted for consid- 
eration, provided the design is in accordance with our 
discussion, that the structures as planned will be safe 
and in keeping with modern day design practice. 



Very truly yours, 



GHM.emm 




County Hydraulic Engineer 




Mm>m t7* 1956 
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December 13, 196? 



Wetstone Tobacco Corporation 

521 Shaker Road 

East X^ongmeadow, Massachusetts 

Gentlemen: 

In accordance with the provisions of Chapt. 253. Section 45, et. seq. 
of the General Laws, Tercentenary Edition, relative to the inspection, 
condition and safety of the dams of Hampden County, you are hereby 
advised that your dams located on Freshwater Brook and on Jawbuck 
Brook in East JUmgmeadow have been recently inspected by our 
Engineer and your attention is called to the following conditions noted 
and recommendations made by him. 

"Dam #2 on Freshwater Brook The embankment at this dam was 
found to be well shaped and in satisfactory condition. Vegetation 
on the side slopes consists mainly of weeds and brush. These 
should be cut and the Owner should develop a good growth of turf 
over the entire embankment. 

The spillway shaft was found to be satisfactory. Water level in 
storage was at the crest of the vertical spillway tube. The tube 
inlet was okay. 

The toe of the embankment was satisfactory and the discharge end 
of the spillway showed little or no evidence of erosion in the bed 
of the brook. 

The swale spillway located to the left of the dam embankment was 
found to be satisfactory. A good growth of turf should be promoted 
in the swale spillway. 
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Though the dam is in need of some maintenance* particularly as 
relates to the development of turf growth, the structure was con- 
sidered safe when checked. 

Dam #3 on Jawbuck Brook The embankment sections of this dam 
were in fair condition* Brush has been cut from the left embank- 
ment section located between the pumping station structure and the 
spillway. The right embankment section located at the opposite 
side of the spillway was in fair condition but should be maintained 
in such a way as to develop a good growth of turf over the entire 
surface. 

The spillway structure itself was in good condition. Water level 
was at the masonry crest and no flashboards were on the crest. 

The toe areas of this dam and spillway were found to be satis- 
factory. 

As in the case of the dam on Freshwater Brook, the Owner should 
develop a good growth of turf over both embankment sections. 
The dam was considered safe when inspected. 

It is recommended that the advice of the County Hydraulic Engineer be 
followed in developing a good growth of turf on the surface of each of 
the earth embankments of these two dams. 

Any information you may desire in connection with this matter will be 
furnished by this office upon request. 

Very truly yours, 

BOARD OF COUNTY COMMISSIONERS 



Wetstone Tobacco Company Dam No 3 




1950 EastLongmeadow 

Dam located on Jawbuck Brook. See Wetstone Tobacco Company Dam No 2, for additional 
information. Also see: Dam Report Section - EastLongmeadow. 



City/Town 



East Longmeadow 



Dam 



Wetstone Tobacco Company Dam No 1 



Dam 



Wetstone Tobacco Company Dam No 2 



Dam 



Wetstone Tobacco Company Dam No 3 



Name 



Wetstone Tobacco Company 



Water 



Jawbuck Brook 



EAST LONGMEADOW 
D06005 



WETSTONE TOBACCO COMPANY DAM #3 



NO IMAGE ON FILE FOR THIS RECORD 

(INFORMATION EXISTS ONLY ON A FILE CARD FROM THE 
OFFICE OF THE FORMER HAMPDEN COUNTY ENGINEER.) 




End of Book D06 ~ Dams ~ Town of East Longmeadow 



